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Bob; 

Ron's resequencing program 
will not work on my machine and 
Ithhink it may be in the object 
code on various machines. 1 get 
two ^-followed by 258^ then another 
258 -* j ^ SB * , ZS8 i 

Had lunch with Jerry Tindle in 
Texas monday and we compared notes 
on the keyboards. We each feel the 
users would be better off waiting 
for your interface. I so state in 
a letter I'm enclosing with each 
schematic I send. Jerry and I are 
working up a light pen input and 
will keep you posted. 

His machine will not run Ron's 
program and he gets the same results 
I get. Oould we get Ron's address 
or get him to give us some ideas 
thru the Arcadian? 
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, Thanks much, 

LLa^ Ed Mulholland 
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